LIST OF TABLES

Table
	1

Table
	2

Table
	3

Table
	4

Table
	5

Table
	6

Table
	7

Table 8
Table 9

Table 10
Table 11
Table 12

Page

Details of Splitting Tests - Series A                                                             7

Details of Test Specimens - Interior Joints                                                 8

Details of Test Specimens - Exterior Joints                                               10

Test Results - Interior Joints                                                                           12

Interior Joint Configuration in Ascending Order   of Capacity   24

Test Results - Exterior Joints                                                                           33

Exterior Joint Configuration in Ascending Order   of Capacity   38

Comparison of Measured and Calculated Strengths   -

Interior Joints                                                                                   .      47

Comparison of Measured and Calculated Strengths   -

Exterior Joints                '                                                 49

Grout Constituents and Mix Weights                                                                  65

Average Strengths - Grout Series A and B                                                     71

Properties of Fine Aggregates                                                                             72

-vii--Cement Ratio at 7 Days for Series A
